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30 January 1970 


MEMORANDUM FOR THE RECORD: 


SUBJECT: Secure Storage Wall 


i. Mr. Paul Cooper, Mosler Safe Company, requested the under~ 
signed to brief Mr. J. P. Conroy, Manager of Commercial Engineering, 
Mosler Safe Company, on the storage wall concept. Mr. Conroy, after 
the discussion, advised that the concept was feasible and that his design 
engineers would prepare preliminary drawings and cost estimates for our 
perusal. He stated that this would require about two weeks. 


e. Mr. Cooper will contact the undersigned when he receives the 
drawings from the factory. 
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